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moments it was feared the boy was dead. Slowly,
however, the efforts of the workmen were rewarded.
Eyelids flickered, colour came back to the cheeks,
and soon the youngster was well enough to return
home.

The boy was Jesper Swedberg. His father, Peter
Isaacson, was a mining engineer who lived at Falun
in Sweden.

The adventure in the mill Stream happened when
Jesper was quite young. It deeply affefted him.
He may not have said much about it to his brother,
but deep down in his heart he felt he had been very
near to death and that for some reason and by some
power he had been allowed to escape. Young as
the boy was, he thought seriously about the whole
incident. It was enough for him to know that
while at one moment he had been utterly helpless
and unconscious, the next moment had brought to
him the Strong arms of those good-hearted workmen
who brought him back to life.

Jesper determined to use well the life that was
restored to him. At the little school of Falun there
was not much encouragement to Study. The school-
master enjoyed the hours he spent in the village
tavern much more than those he spent in school.
The boys called him 'Ale-Peter.' He was hated as
much as he was feared. The little that was taught
was hammered in by threats and blows. There was